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Message Text 


UNCLASSIFIED 

PAGE 01 USUNN 06210 161732Z 
ACTION 10-13 

INFO OCT-01 EUR- 1 2 ISO-OO CPR-01 SCA-01 CIAE-00 INR-07 
NSAE-00 IOE-OO PRS-01 PA-02 USIA-15 EURE-00 L-03 
SAJ-01 /057W 

030999 /23 45 

P 161643Z DEC 76 
FM USMISSION USUN NY 
TO SECSTATE WASHDC PRIORITY 1740 
INFO AMEMBASSY MOSCOW PRIORITY 
AMCONSUL LENINGRAD PRIORITY 

UNCLAS USUN 6210 

E.O. 11652: N/A 
TAGS: PFOR, UR 

SUBN: SPEEDING INCIDENT INVOLVING MEMBERS OF SOVIET CONSULATE 

1 . WE WERE INFORMED AT 1830 HOURS BY NYPD THAT AT 0315 HOURS 
ON DECEMBER 15 ON MAJOR DEACON EXPRESSWAY AT 230TH STREET 
IN NEW YORK, SOVIET VICE CONSUL KONSTANTIN KORYAN AND FOUR 
OTHER MEN (NAMES UNKNOWN) WERE FORCED OFF ROAD BY POLICE 
WHILE DRIVING AT EXCESSIVE SPEEDS OF 80-90 MPH. SOVIET 
VEHICLE WAS FORCED OFF ROAD AFTER REFUSING TO PULL OVER 
FOR MARKED POLICE VEHICLE WITH SIREN AND FLASHING LIGHTS. 

2. KORYAN, DRIVER OF VEHICLE, IS ALLEGED TO HAVE RUN OUT 
OF HIS CAR, SHOUTED TO POLICE THAT HE WAS A DIPLOMAT AND 
SHOWED HIS IDENTIFICATION CARD. AS A RESULT, POLICE TOOK 
NO ACTION AND LEFT SCENE. VEHICLE WAS A CHEVROLET STATION 
WAGON BEARING LICENSE PLAET 995 YVT. 

2. WE ARE OBTAINING FURTHER DETAILS FROM 50TH PRECINCT. 

WE ARE ALSO ASCERTAINING NAME OF OWNER OF VEHICLE BEARING 
LICENSE PLATE 995 YVT. 

SCRANTON 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: DIPLOMATIC PRIVILEGES, TRAFFIC SAFETY, AUTOMOBILES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 16 DEC 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976USUNN06210 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760463-0493 
From: USUN NEW YORK 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19761235/aaaabece.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION 10 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: schwenja 
Review Comment: n/a 
Review Content Flags: 

Review Date: 22 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <22 JUN 2004 by hattaycs>; APPROVED <27 AUG 2004 by schwenja> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: N: SPEEDING INCIDENT INVOLVING MEMBERS OF SOVIET CONSULATE 
TAGS: PFOR, UR 
To: STATE 
Type: TE 
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